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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 043856 
ORIGIN HEW-06 

INFO OCT-OI ARA-14 EA-I2 NEA-IO ISO-00 OES-07 MED-03 
/053R 

DRAFTED BY DHEW/FDA: JRWEINROTH, MD:VB 
APPROVED BY OES/ENP/EN: WJWALSH, III 
HEW/PHS/OASH/OIH: REVANS 
NEA/INS : ATHIB AULT(INEO) 

ARA/ECA:RELTZ(INEO) 

095129 I8I949Z/70 

R 1 8082 IZ FEB 78 
FM SECSTATE WASHDC 
TO AMEMBASSY KUALA LUMPUR 
AMEMBASSY TEL AVIV 
AMCONSUL SAO PAULO 
INFO AMEMBASSY BRASILIA 

UNCLAS STATE 043856 

E.O. 11652: N/A 

TAGS: OGEN, EIND, ETRD, TBIO, MY, IS, BR 

SUBJECT: EDA ADVISORY - MALEUNCTIONING MEDICAL DEVICE 
RECALL T-034/035-8 
REEERENCE: STATE 013487 

1 . THE FOLLOWING ARE ADDITIONAL CONSIGNEES WHO ARE ALLEGED 
TO BE RECIPIENTS OF THE HI/LO OXYGEN ALARM: 

GENERAL SCIENTIEIC CDSDNBMD 
7JALAN 222 SECTION 20A 
PETALLNG JAYA 
SELANGER, MALAYSIA 

MEDTCHNICA LTD. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 043856 

P.O. BOX 2695 

18A KING GEORGE ST. 

TEL-AVIV, ISRAEL 

SOCIEDADE HOSP. SERARITANO 
RUA CONSELHERRO BOOTERO 1486 
SAN PAULO, SP 
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BRAZIL 

2. POSTS ARE REQUESTED TO CONTACT EOREIGN CONSIGNEES TO 
DETERMINE IF THEY HAVE RECEIVED RECALL LETTER DATED 
DECEMBER 9, 1976 AND LETTER PACKAGE CONTAINING INSTRUCTIONS 
TO USERS BEGINNING DECEMBER 19, 1976 AND CONTINUING UP 
UNTIL lULY 29, 1977. ANY QUESTIONS CONSIGNEES MAY HAVE 
REGARDING RECALL SHOULD BE DIRECTED TO FIRM, ATTENTION 
DICK SCOTLAND, MARKETING AND SALES COORDINATOR. VANCE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MEDICAL EQUIPMENT, RECALLS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: ISfeb 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE043856 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JRWEINROTH, MD:VB 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780076-0785 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780236/aaaabekl.tel 

Line Count: 71 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 5e1 e61 d3-c288-dd1 1 -92da-001 cc4696bcc 

Office: ORIGIN HEW 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 STATE 13487 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 18 feb 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3545326 
Secure: OPEN 
Status: NATIVE 

Subject: FDA ADVISORY - MALFUNCTIONING MEDICAL DEVICE RECALL T-034/035-8 
TAGS: OGEN, EIND, ETRD, TBIO, MY, IS, BR 
To: KUALA LUMPUR TEL AVIV MULTIPLE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/5e1e61d3-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 
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